[2024-05-28T06:49:51.484783Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T06:49:51.485398Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@27.service/4226751
[2024-05-28T06:49:51.485648Z] [info] Starting isotovideo container
[2024-05-28T06:49:51.487923Z] [info] isotovideo has been started (PID: 61227)
[2024-05-28T06:49:51.489073Z] [info] 61227: WORKING 4226751
[2024-05-28T07:16:41.496177Z] [info] Uploading logs_from_installation_system-y2logs.tar.bz2
[2024-05-28T07:16:41.579846Z] [info] Uploading yui-log.txt
[2024-05-28T07:16:41.615844Z] [info] Uploading video.webm
[2024-05-28T07:16:41.668719Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:16:41.697472Z] [info] Uploading worker-log.txt
